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1h Gatober 1959 


David Clark Company, Inc. 
360 Park Avenue 
Worcester, Massachusetts 


attention i 25x14 


Gentlemen: 


Reference ig made to your letter of 2 September 1959, 
submitting a quotation for testing neoprene coated fabric 
useé in certain Project equipment. 


You are hereby authorized to conduct the tests under 
Contract No. CH-TH-hh. This authorization is designated 
eB Work Order No. Hags . 31-1960. 


It 1a requested that a report in triplicate of the 
resulta of the testa be submitted to this office. 


Very truly yours, 
fe. j 
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